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SLIDE  SWITCH 

V.  V.  Yefremov  and  D.  A.  Chikunov 

The  existing  slide  switch,  which  contains  a  sliding  contact  whose 
body  encloses  a  spring-loaded  ball  detent,  which  is  used  simultaneous¬ 
ly  as  one  of  the  elements  of  the  switching  mechanism,  a  base  equipped 
with  the  contact  elements,  and  a  guide  strip  located  between  the  slid¬ 
ing  contact  and  the  base,  is  not  very  reliable  and  has  a  relatively 
short  service  life. 

In  the  slide  switch  being  described,  the  improved  reliability  of 
its  operation  is  achieved  by  the  fact  that  the  guiding  strip  is  t- 

provided  with  a  hole  which  holds  an  additional  ball,  which  is  pressed 
against  the  upper  contact  bar  by  a  ball  detent  in  the  operating  posi¬ 
tion  of  the  sliding  contact. 

The  switch  is  shown  in  the  drawing. 

Spring-loaded  ball  detent  2  is  located  inside  the  sliding  contact 
1.  The  guiding  strip  4  is  between  the  sliding  contact  1  and  base  3. 
Base  3  is  equipped  with  the  upper  5  and  lower  6  contact  bars,  which  are 
connected  to  leads  7  and  8.  Screw  9  is  used  to  regulate  the  contact 
pressure.  Guiding  strip  4  is  provided  with  hole  10  containing  the 
auxiliary  ball  11.  When  the  sliding  contact  1  is  moved  to  the  right, 
the  ball  detent  2  leaves  seat  12  and  having  reached  hole  10  (operating 
position  of  the  sliding  contact)  slips  into  it  partially,  thereby  pres¬ 
sing  the  auxiliary  ball  11  to  the  upper  bar  5  which,  as  it  bends,  makes 
contact  with  the  lower  bar  6,  thereby  connecting  the  external  circuits. 


which  are  attached  to  leads  7  and  8. 

Patent  Claims 

The  slide  switch,  which  consists  of  a  sliding  contact,  inside  of 
which  is  a  spring-loaded  ball  detent,  which  is  used  simultaneously  as 
one  of  the  switching-mechanism  elements,  a  base  equipped  with  the  con- 
tact  elements,  and  a  guide  strip  located  between  the  sliding  contact 
and  the  base,  is  distinguished  by  the  fact  that  in  order  to  improve  the 
operational  reliability  of  the  switch  the  guide  strip  is  provided  with 
a  hole  containing  an  auxiliary  ball,  which  is  pressed  to  the  upper  con¬ 
tact  bar  by  the  ball  detent  in  the  operating  position  of  the  sliding 
contact. 
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